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SECTION I 


GENERAL DESCRIPTION 


1. GENERAL 


a. The Teletype Word Counter is a device for 
registering the number of words passing over a 
printing telegraph circuit. It is designed for 
use in any .060 ampere printing telegraph cir- 
cuit employing a start-stop five-unit code and 
neutral signals. The unit consists essentially 
of a mechanical counter driven by a 110 volt, 
60 cycle synchronous motor through a gear chain 
and a friction clutch, and an escapement mech- 
anism controlled by a selector magnet. 
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b. The unit is equipped with three small 
felt feet and the top of the cover’ contains 
three matching depressions. This arrangement 
makes it possible to mount one unit on top of 
another if so desired. The unit is approximate- 
ly 6-1/8 inches high, 5-1/2 inches wide, and 7 
inches deep. 


c. The Word Counter is designed to operate 
at speeds of 60 or 75 words per minute (WPM). 
Conversion from one speed to another is made by 
changing gears. 
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1. GENERAL 


a. A terminal block located at the rear of 
the unit facilitates signal line and power 
source connections. Operation of a power switch 
to the “ON" position starts the motor and ill- 
uminates a neon lamp thereby giving a - visual 
indication that the unit is in condition to re~ 
ceive signals. 


b. The Word Counter will count words accur- 
ately when the motor is operating from a reg- 
ulated 60 cycle power supply. If the 60 cycle 
a-c power supply is not regulated, some errors 
may be expected depending upon the degree of 
signal distortion in the telegraph circuit and 
the variation in power frequency. However, 
where extreme accuracy is not required, the 
Word Counter may be considered satisfactory for 
use on unregulated power supply. 


2. OPERATION 


a. The synchronous motor connects to the a-c 
power source while the selector magnet connects 
to the printing telegraph circuit. The motor 
drives an escapement mechanism controlled by 
the selector magnet assembly. The escapement 
mechanism is coupled to the mechanical counter 
unit. The gearing between the motor and the 
escapement ratchet wheel is such that the wheel 
rotates at one-sixth the speed of a receiving 
selector cam Sleeve. That is, for 60 wpm oper- 
ation, the speed of the main shaft, on which 
the ratchet wheel is mounted, is 70 rpm. The 
armature of the selector magnet is equipped 
with an extension having a MARKING and a SPAC- 
ING arm for the control of an escapement ratch- 
et wheel. The SPACING arm has a yield spring 
on its blocking face. The escapement ratchet 
wheel is driven through a friction clutch and 
has six stop lugs. Since the speed is one~ 
sixth the speed of a receiving cam sleeve, and 
the escapement ratchet wheel is directly 
coupled to the counter unit, each stop lug 
corresponds to a single character or code com- 
bination and a full revolution of the ratchet 
wheel to six characters or one word. 
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SECTION 2 


THEORY OF OPERATION 


b. The selector magnet follows the line sig- 
nals of the printing telegraph circuit. If 
there is no current applied to the selector 
magnets, the spring on the SPACING arm of the 
armature extension will engage a stop lug on 
the ratchet wheel and block its rotation after 
being moved to a point against the SPACING arm. 
When current is applied and the armature is 
attracted to the selector magnet, the SPACING 
arm is replaced by the MARKING arm in the 
blocking position with negligible rotation of 
the ratchet wheel between the two stop posi- 
tions. When released, the spring on the: 
SPACING arm springs back to its normal position 
thereby preventing it from engaging the stop 
lug released ina MARK-TO-SPACE transition. 
Thus, the ratchet wheel will step on MARK-TO- 
SPACE transitions but not on SPACE-TO~MARK. 


c. In operation, the ratchet wheel is block- 
ed by the MARKING arm of the armature extension 
under a normal closed line condition. The 
START impulse which precedes the signal code 
combination causes the armature to release and 
the extension releases the ratchet wheel to 
permit rotation. The gear ratio is such that 
the armature will have responded to all the 
code impulses of a code combination by the time 
the next stop lug on the ratchet wheel ap- 
proaches the armature extension. At this point 
the STOP impulse will cause the ratchet wheel 
to be blocked by the MARKING arm of the arma~ 
ture extension. When the subsequent START 
pulse is received, the cycle is repeated. Thus, 
for every six groups of code combinations re- 
ceived, the ratchet wheel will have rotated 
360° and the counter will have registered one 
count. 


d. Under normal traffic conditions the SPAC~ 
ING arm of the armature extension does not come 
into play since the armature is in the operated 
(MARKING) position when the stop lug on the 
ratchet wheel makes contact with the armature 
extension. The SPACING arm makes contact with 
the ratchet wheel only when the signal line 
current is interrupted or when excessive signal 
distortion exists. 

e. The unit is equipped with a manual con- 
trol for resetting of the counter. 
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SECTION 3 


MAINTENANCE 


1. ADJUSTMENTS 
a. GENERAL 


(1) The following requirements and adjust- 
ing procedures for the maintenance of the Tele- 
type Word Counter are arranged ina sequence 
that would be followed if a complete readjust- 
ment of a unit were undertaken. In following 
such a procedure, parts or assemblies which are 
removed to facilitate adjustment should not be 
replaced until all other adjustments, which 
would be facilitated by the removal of these 
parts, are made. If any adjustment is changed, 
related adjustments should be checked. 


(2) The spring tension values indicated in 
this bulletin are scale readings which should 
be obtained when Teletype scales are used as 
specified. Springs which do not meet the re- 
quirements specified and for which no adjusting 
procedure is given, should be replaced by new 
springs. Ordering information may be obtained 
from the Teletype parts bulletin. 


(3) Before proceeding with any adjustment, 
read the applicable portion of the adjusting 
text cafefully. After the adjustment is com- 
pleted, be sure to tighten any screws or nuts 
which may have been loosened. If a part that 
is mounted on shims is to be dismantled, the 
number of shims used at each of its mounting 
screws should be noted so that the same shim 
pile-ups can be replaced when the part is re- 
mounted. 


b. WORD COUNTER 
NOTE 


The motor has built in speed reduction 
gears. Do not attempt to turn it rapidly 
by hand. When moving or tightening parts 
make sure that the ratchet wheel stop 
lugs are clear of the armature extension 
stop arms. 


(1) Ratchet Wheel Position (Figure 1) 


Loosen the motor gear hub set screw and 
remove the gear and hub assembly. The main 
shaft should rotate freely with less than .002" 
end play. To adjust, position the ratchet 
wheel with its set screwloosened. If necessary, 
disconnect the counter as follows: With the 
motor shut off and the ratchet wheel stop lugs 
held clear of the stop arms, hold the shaft 
with a wrench on the flat surface of the clutch 
member and remove the hex cap nut and attached 
drive spring. 
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(2) Drive Spring Position (Figure 1) 


The drive spring shall grip both shafts 
with the hook end engaging the notch in the hex 
cap nut on the main shaft and the other end at 
least 5 turns on the counter shaft. To adjust, 
remove counter mounting screws, remove hex cap 
nut as described above, and remove counter with 
hex cap nut and drive spring still attached. To 
increase or decrease the number of turns of the 
drive spring on the counter shaft, hold the 
counter shaft and rotate the spring in a direc- 
tion to loosen its coils while pushing or pull- 
ing at the same time. Replace hex cap nut, 
with attached drive spring and counter, on main 
shaft. Replace counter mounting screws. 


(3) Counter Position (Figure 1) 


The counter shaft should turn freely and 
align with the main shaft. To adjust, position 
the counter in its oversize mounting holes with 
the mounting screws loosened. 


(4) Motor Position (Figure 2) 


The motor gear and the main shaft gear 
should engage for at least 3/4 their thickness 
when the motor shaft end play is taken up in 
each of two directions. The gears should ro- 
tate freely with minimum backlash. To adjust, 
position the motor gear and hub assembly with 
its set screw loosened to meet the first re- 
quirement and position the motor by means of 
its oversize mounting holes to meet the second 
requirement. 


(5) Clutch Torque (Figure 3) 


The clutch torque should be measured 
after the motor has been running at least ten 
minutes with the ratchet wheel stationary. 
Hook an 8 ounce scale under a stop lug on the 
ratchet wheel and pull vertically in a direc- 
tion to cause reverse rotation of the wheel. 
It should require 3-1/4 to 4-1/4 ozs. to just 
start the ratchet wheel moving. The motor 
should be turned off before making the adjust- 
ment. To adjust, position the torque adjusting 
nut with the lock nut loosened (left hand 
thread) being careful not to jam the stop lugs 
of the ratchet wheel against the stop arms of 
the armature extension. Tighten the lock nut 
with similar caution. 


(6) Armature Spacing Bumper Screw Position 
~ Preliminary (Figure 4) 


With the armature against the spacing 
bumper, the stop lugs on the ratchet wheel 
should pass through the slot in the armature 
extension with at least .002" clearance on each 
side. To adjust, position the spacing bumper 
screw with its lock nut loosened. 
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(7) Armature Spring Tension - 
(Figure 4) 


Preliminary 


With the stop lugs on the ratchet wheel 
clear of the armature extension stop arms, 
apply the push end of an 8 ounce scale to the 
upper armature mounting screw and push hori- 
zontally. It should require 1-1/4 to 1-1/2 ozs. 
to just start the armature moving away from the 
spacing bumper. To adjust, position the arma- 
ture spring adjusting screw with its lock nut 
loosened. Recheck preceding adjustment. 


(8) Armature Marking Bumper Screw Position 
- Preliminary (Figure 5) 


With the motor running and the armature 
operated slowly by hand, the ratchet wheel 
should escape from the yield spring of the 
spacing stop arm of the armature extension just 
before the armature strikes the marking bumper. 
To adjust, position the marking bumper screw 
with its lock nut loosened. 


(9) Armature Position (Figure 6) 


The armature should pivot freely on its 
pivot screws with a minimum amount of end play. 
The marking stop arm of the armature extension 
should meet a stop lug on the armature squarely 
and stop it in a vertical position. To adjust, 
position the armature by means of its pivot 
screws to meet the first requirement and posi- 
tion the armature extension by means of its 
oversize mounting holes to meet the second re- 
quirement. If necessary, reposition the entire 
magnet assembly by means of the oversize holes 
in its base plate. 


(10) Armature Spacing Bumper Screw Posi- 
tion - Fihal (Figure 7) 


With the motor running and the armature 
manually operated to the marking position, 
place a .002" gauge between the armature and 
the spacing bumper and release the armature. 
The yield spring on the spacing arm of the arm- 
ature extension shall stop all stop lugs on the 
ratchet wheel and still meet the preliminary 
requirement. To adjust, refine the spacing 
bumper screw position and use a .003" gauge in 
place of a .002" gauge between the armature and 
the spacing bumper. 


(11) Magnet Bracket Position (Figure 8) 


With the motor turned off and the select- 
or magnet steadily energized, the armature 
should clear both magnet cores by at least .002" 
and should be approximately equidistant from 
them. To adjust, position the magnet bracket 
by means of its oversize mounting holes. While 
positioning magnetbracket for this requirement, 
see that the magnet cores do not extend beyond 
either end of the armature. 


(12) Armature Marking Bumper Screw Posi - 
tion ~ Final (Figure 5) 


With the motor running and the magnet en- 
ergized, the ratchet wheel will be stopped by 
the marking stop arm of the armature extension. 
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When the ratchet wheel is backed up manually it 
should clear the yield spring on the spacing 
arm of the armature extension. To adjust, re- 
fine the marking bumper screw position. Re- 
check magnet bracket position. 


(13) Armature 
(Figure 4) 


Connect the Word Counter into a .060 am- 
pere loop containing a variable resistor and 
send an undistorted test message to the unit. 
The counter should operate without error while 
the line current is being reduced to .048 am- 
pere and should fail before the line current is 
reduced to .035 ampere. To adjust, refine the 
armature spring tension. 


Spring Tension ~ Final 


2. LUBRICATION 


a. GENERAL 


(1) The oil and grease specified in Speci- 
fication 52888 should be used to lubricate the 
equipment. 


(2) Unless otherwise specified, one or two 
drops of oil at each of the places indicated 
will be sufficient. Use oil for lubrication at 
all of the places listed in the following, ex- 
cept where the use of grease is specified. 
Avoid excessive lubrication. Do not allow 
lubricant to get on magnet pole faces or arma- 
ture. ° 


(3) Oil both loops of all helical springs. 


b. WORD COUNTER 


(1) Motor oil holes (2). Motor oil holes 
in upright position ~ 5 drops each hole. 


(2) Motor shaft bearing at gear end. 
(3) Counter drive shaft bearings (2). 
(4) Main shaft bearings (2). 

(5) Armature pivot screws (2). 

(6) Clutch felt washers - saturate. 
(7) Gear teeth - light film of grease. 


(8) Armature extension blocking arms - oil 
- grease ~ oil on blocking surface. 


(9) Main shaft. Hold ratchet wheel stop 
lugs clear of blocking arms and remove knurled 
cap nut (left hand thread) from rear of main 
shaft. Remove felt wick from shaft and satu- 
rate. Reinsert wick and tighten cap nut with 
fingers only. A rubber ring inside the cap nut 
provides locking and sealing action. 


(10) Counter. The counter requires lubri- 
cation very infrequently. When necessary, re- 
move the counter and its cover and lubricate as 
follows: 


(a) Wheel bearings - oil sparingly. 
(b) Gears - oil ~- grease. 


(11) Drive spring does not require lubri- 


cation. 
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124513AB COVER 


124514 PAD-FELT 
124515  PAD-FELT 


116699 LAMP 
118384 CAP,CLEAR 


8543 SCREW 
2191 WASHER , LOCK 


129379 BUSHING 
USED ONLY ON 
EARLY MODELS 


6746 SCREW 
2191 WASHER, LOCK 
7002 WASHER, FLAT 


ae 


1093 SCREW 
44048 WASHER,FLAT 
126994 GROMMET -RUBBER 


122420 COUNTER,MECHANICAL 


6745 SCREW 
2669 WASHER, LOCK 
3438 WASHER ,FLAT 


89535 FOOT-FELT 
2191 WASHER ,LOCK 


122398 PLATE 122399 LEVER, ARMATURE 
122401 BRACKET 
120206 SOCKET, LAMP 


122402 BUMPER , ADJUSTABLE 
3598 NUT 
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84579 WASHER , FLAT 
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6033 WASHER, LOCK 


80444 SCREW 
2191 WASHER , LOCK 


125113 SCREW, SET 


122396 BRACKET 


97296 SCREW 
2669 WASHER ,LOCK 


6746 SCREW 
219} WASHER ,LOCK 


177M MAGNET (105 OHMS EACH) 
INCLUDES 
1028 SCREW 
2438 WASHER ,FLAT 
93463 ARMATURE 
110434 SCREW 
3640 WASHER ,LOCK 


90697 SCREW,PIVOT 


12626 NUT 
122403 BRACKET 122407 HUB,GEAR 
74724 SCR 122408 GEAR-50T (60 WPM) 
112626 NUT 122424 GEAR-54T (75 WPM) 
122406 MOTOR 
95320 SWITCH (2375S Eel 
122419AB BASE 73670 BLOCK , TERMINAL 
115538 SCREW > 
3639 WASHER, LOCK 101176 STRIP, INSULATOR 
122404 BRACKET 5446 SCREW 
121021 SCREW 219} WASHER, LOCK 
2goa WASHER FLT ert 50460 AN ae 
110434 SCREW 1 122400 EXTENSION 
3640 WASHER, LOCK | Ones SPRING 
1224 HAI 

122417 RATCHET 102776 WICK ,OIL- SHORT 
122410 GEAR-40T (60 WPM} 108642 WICK ,OIL~LONG 
122425 GEAR-36T (75 WPM) 122421 SPRING 

lOl6t>9 DISK-FELT 122422 NUT,CAP 
122411 GLUTGH 122418 RING 
122412 SPRING (122416 HUB 
122413 CLUTCH 73894 SCREW,SET 

98514 NUT 1020 SCREW 

2191 WASHER, LOCK 

122414 SEAL,OIL 
122415 NUT, CAP 122405 BEARING 


NOTE 


“THE TWO-LETTER SUFFIX "AB" FOLLOWING 
THE TELETYPE CODE OR PART NUMBER 
INDICATES A GRAY GREEN WRINKLE FINISH. 
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